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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 174445 

21 

ORIGIN AGR-10 

INFO OCT-01 EUR- 1 2 ISO-OO EB-07 AS-01 /031 R 

66606 

DRAFTED BY:APHIS:MPI:FP:DHFENNOY 

APPROVED B Y :EB/OFP/FPD : PDTA YLOR 

APHIS:MPI:FP::HMSTEINMETZ 

FAS:HAUSAMANN 

EB/ORF/FPD : SPILLMAN 

VHBERRY 

BROWN 

FJFULLERTON 

AGRIC:RBEVIS 

055454 

R 241526Z JUL 75 
FM SECSTATE WASHDC 
TO AMEMBASSY PARIS 
INFO AMEMBASSY BONN 

UNCLAS STATE 174445 

BONN PASS DR. FORIEST. APHIS 

E.O. 11652: N/A 
TAGS, EAGR, FR 
SUBJ: MEAT INSPECTION 

1. PLEASE DELIVER THE FOLLOWING MESSAGE FROM DR. FRED J. 
FULLERTON, ACTING DEPUTY ADMINISTRATOR, MPI, APHIS, TO MR. 
EDOUARD MATHIEU, CHIEF, VETERINARY SERVICES, MINISTRY OF AGRIC- 
ULTURE, GOF. 

2. MESSAGE - PLEASE REMOVE THE FOLLOWING PLANTS FROM THE U.S. 
APPROVED LIST EFFECTIVE JULY 9, 1975: EST. 65-04D, TOUPNOT, 

LOURDES; EST. 32-08D, MAISON DE FLEURANCE; EST. 46-01C, 

ROUS; EST. 38-07D, LUSTUCRU. FOLLOWING HIS REVIEW OF THESE 
PLANTS, DR. FORIEST, APHIS, ISSUED A PRODUCT SEGREGATION LETTER 
UNCLASSIFIED 

UNCLASSIFIED 
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(LETTER OF ADVISEEMENT) TO DR. DELCLO, ANIMAL HEALTH SECTION. 
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FRENCH MINISTRY OF AGRICULTURE ON JULY 9, 1975. HIS REPORT 
INDICATES THE PLANTS DO NOT MEET US STANDARDS IN THE FOLLOWING 
RESPECTS: 

A. TOUPNOT, LOURDES - NO. 65-04D 

1. CONSTRUCTION, FACILITY AND EQUIPMENT INADEQUACIES TO INCLUDE 
INADEQUATE HAND WASHING FACILITIES, RUSTED EQUIPMENT, FAULTY 
PLUMBING, INADEQUATE FLY CONTROL, WOODEN PROCESSING EQUIPMENT, 
DEFECTIVE ROOF. 

2. OPERATINAL SANITATION BELOW ACCEPTABLE LEVEL. 

3. INSPECTORS RESPONSIBLE FOR INSPECTION INSUFFICIENTLY 
FAMILIAR WITH US MEAT INSPECTION REQUIREMENTS AND ARE IN 
POSSESSION OF INSUFFICIENT REGULATIONS PERTAINING. 

B. MAISON DE FLEURANCE, FLEURANCE - NO. 32-08D 

1. PROCESSING ROOMS IN WHICH MEATS ARE HANDLED ARE UNREF- 
RIGERATED (INSPECTION IS NOT CONTINOUS). 

2. HAND WASH FACILITIES INADEQUATE IN CONSTRUCTION, NUMBER 
AND LOCATION. 

3. INSPECTORS RESPONSIBLE FOR INSPECTION INSUFFICIENTLY FAMILIAR 
WITH US MEAT INSPECTION REQUIREMENTS AND IN POSSESSION OF 
INSUFFICIENT DOCUMENTATION PERTAINING. 

C. ROUS- NO. 46-01C 

1. PROCESSING ROOM IN WHICH MEATS ARE HANDLED IN UNREFRIG- 
ERATED (INSPECTION IS NOT CONTINOUS). 

2. COOKING ROOM CEILING PERVIOUS TO MOISTURE AND LACKS 
SUFFICIENT MECHANICAL EXHAUST OVER OPEN KETTLE COOKERS. 

D. LUSTUCRU- NO. 38-07 D 

1. INADEQUATE REFRIGERATION STORAGE SPACE TO SUPPORT PLANT'S 
OPERATION. 
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2. INADEQUATE NUMBER OF COVENIENTLY LOCATED HAND WASH BASINS 
EQUIPPED WITH HOT COLD WATER. 

3. INSPECTING VETERINARIAN INSUFFICIENTLY KNOWLEDGEABLE OF 
US MEAT INSPECTION REQUIREMENTS. 

3. WHEN THE ABOVE DEFICIENCIES HAVE BEEN CORRECTED, YOU MAY 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 06 JUL 2006 

RECERTIFY THE ESTABLISHMENTS TO THE UNITED STATES. END 
MESSAGE. 

4. PLEASE CABLE APHIS/USDA WHEN MESSAGE DELIVERED. KISSINGER 

UNCLASSIFIED 

NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: SANITATION, AGRICULTURAL IMPORTS, IMPORT CONTROLS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 24 JUL 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 74445 

Document Source: CORE 

Document Unique ID: 00 

Drafter: APHIS:MPI:FP:DHFENNOY 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750256-0503 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750725/aaaaawap.tel 

Line Count: 119 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN AGR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 3 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: CollinPO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 09 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <09 JAN 2003 by ThomasVJ>; APPROVED <19 MAR 2004 by CollinP0> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: MEAT INSPECTION 

TAGS: EAGR, FR, US 

To: PARIS 

Type: TE 
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